
PHILIP MORRIS 

U.S.A. 


120 PARK AVENUE. NEW YORK, N,Y. 10017-6592 TELEPHONE (212J 880-5000 


August 28 , 1990 


Mr. Alan G. Sachs 
STRATMAR SYSTEMS INC. 
109 Willet Avenue 
Port Chester, NY 10573 


Dear Alan: 

Thank you very much for submitting a cost quotation for the 
BUCKS national sampling program. Your capabilities in this 
area appear to only be matched by the expedience of your 
quotation to me. We regret that it has taken this long to 
reply, however the program is very complicated and it's 
development requires dillegent supervision. 

Unfortunately, the estimate which you submitted did not fall 
within our budget parameters, and we have selected an 
alternative supplier. 

Once again, thank you for your prompt reply. We look 
forward to working with you on other projects. 



cc: 


M. Antonoff 
B. Egan 
A. Goldfarb 
J. Greene 
J. Spector 


MARLBORO BENSON & HEDGES MERIT VIRGINIASLIMS PARLIAMENT LIGHTS PLAYERS SARATOGA CAMBRIDGE ALPINE MULTIFILTER 


Source; https://www.industrydocuments.ucsf.edu/docs/pjwn0004 
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